CENTERS FOR DISEASE CONTROL November 21, 1986 / Vol. 33 / No. 53 


MORBIDITY AND MORTALITY WEEKLY REPORT 





INDEX — VOLUME 33, 1984 


Only the weekly issues of the MMWR are included in this index. Other MMWR publications 
that are considered part of Volume 33 are listed on the next page. In this index, numbers in 
parentheses indicate addenda, errata, or clarifications. 


Issue Date Pages Issue Date Pages 


Jan 13 1-12 27 July 13 377-392 
Jan 20 13-24 28 July 20 393-416 
Jan 27 25-40 29 July 27 417-432 
Feb 3 41-52 30 Aug 3 433-444 
Feb 10 53-64 31 Aug 10 445-456 
Feb 17 65-80 32 Aug 17 457-468 
Feb 24 81-104 33 Aug 24 469-480 
Mar 2 105-116 34 Aug 31 481-492 
Mar 9 117-128 35 Sept 7 493-504 
Mar 16 129-144 36 Sept 14 505-516 
Mar 23 145-156 37 Sept 21 517-532 
Mar 30 157-168 38 Sept 28 533-548 
Apr 6 169-184 39 Oct 5 549-564 
Apr 13 185-200 40 Oct 12 565-576 
Apr 20 201-212 41 Oct 19 577-588 
Apr 27 213-224 42 Oct 26 589-604 
May 4 225-236 43 Nov 2 605-620 
May 11 237-252 44 Nov 9 621-632 
May 18 253-272 45 Nov 16 633-648 
May 25 273-284 46 Nov 23 649-660 
June 1 285-300 47 Nov 30 661-672 
June 8 301-324 48 Dec 7 673-684 
June 15 325-336 49 Dec 14 685-696 
June 22 337-352 50 Dec 21 697-712 
June 29 353-364 51/52 Jan4,1985 713-732 
July 6 365-376 


1 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 


N Nh 
a > 


U.S. DEPARTMENT OF HEALTH AND HUMAN SERVICES / PUBLIC HEALTH SERVICE 





MMWR 


Other MMWR Publications in Vo!. 33, 1984 
No. 53 Index — Volume 33, 1984. November 21, 1986. 


No. 54 Annual Summary 1984. Reported Morbidity and Mortality in the United States. 
March 1986 


Supplement 
No. 1S Adult Immunization: Recommendations of the Immunization Practices 
Advisory Committee (ACIP). September 28, 1984. (Erratum: 683) 


CDC Surveillance Summaries: 

No. 1SS. Behavioral Risk Factor Surveillance, 1981-1983 
Maternal Mortality Surveillance, 1974-1978 
Dengue in the United States, 1982 
Plague in the United States, 1983 


Ectopic Pregnancy in the United States, 197S-1980 

Nosocomial Infection Surveillance, 1983 

Trichinosis Surveillance, 1982 

Use of Computer-Generated Maps in Occupational Hazard Mortality 
Surveillance 


Abortion Surveillance, 1981 

The National Reye Syndrome Surveillance System, 1983 

Surveillance of Rocky Mountain Spotted Fever, United States, 
1981-1983 

Epidemiology of Toxic-Shock Syndrome, United States, 1960-1984 


Rubella and Congenital Rubella Surveillance, 1983 
Changing Trends in Gonococcal Antibiotic Resistance in the United States, 
1983-1984 


Trichinosis Surveillance, 1983 





The MMWA index Issue is published by the Epidemiology Program Office, Centers for Disease 


Control, Public Health Service, U.S. Department of Health and Human Services, Atlanta, Geor- 
gia 30333. 


Centers for Disease Control James O. Mason, M.D., Dr. P.H. 


Director 


This index was prepared by: 
Epidemiology Program Office Cari W. Tyler, Jr., M.D. 
Director 


Michael! B. Gregg, M.D. 
Deputy Director for Communications 


Michael B. Gregg, M.D. 
Editor 


Karen L. Foster, M.A. 
Assistant Editor 


Carol M. O'Connell 
Editorial Assistant 


Editorial Services R. Elliott Churchill, M.A. 
Chief 


Linda Kay McGowan 
Writer-Editor 


Ruth C. Greenberg 
Editorial Assistant 








Vol. 33/No. 53 MMWR 


A 


Abortion 
induced 365 
isotretinoin-related 171 
preliminary analysis 373 
spontaneous 171 
surveillance 373 
trends 373 
United States 373 


ACIP recommendations 
hepatitis B 285 
influenza 253 
pertussis vaccine 169 
pneumococcal vaccine 273 
rabies 393 (491) 
rubella 301 
varicella-zoster immune globulin 84 (235) 





Acquired i defici y syndrome 
See a/so Notice to readers 
adult patients 337, 661 
blood and body fluids 181 
blood products 181, 589 
chimpanzees 442 
cryptosporidiosis 117 
drug abusers 337, 607, 661 
Europe 607 
exposure 181, 661 
health-care workers 181 
hemophilia 337, 589, 607, 661 
hepatitis B vaccine 685 
human T-lymphotropic virus type lil 
377, 442 
Kaposi's sarcoma 337, 607, 661 
lyrnphadenopathy-associated virus 377, 442 
New York City 65 
neutropenia 65 
opportunistic infections 337, 607, 661 
pediatric patients 337, 661 
pentamidine isethionate 65, 225, 270, 620 
pentamidine methanesulfonate 225, 270 
Pneumocystis carinii pneumonia 65, 
225, 337, 607, 620, 661 
prostitutes 661 
retrovirus 377, 442 
risk factors 337, 377, 607, “+ 
transmission 337, 589, 607, 661, 685 
United States 337, 661 


Agent Orange 
birth defects 457 
Vietnam veterans 457 


Alcohol 
See a/so Health-risk appraisal 
fetal syndrome 1 
homicide 226 
ICD-code conversion 216 
infants 1 
injuries 226 
liver cirrhosis 657 


motor-vehicle-related deaths 226, 699 


New York 226 

public awareness 1 
research 216 

suicide 226 

temporal patterns 699 
United States 1,699 
violent death 226 
young drivers 699 


Allergic reaction 


human diploid cell rabies vaccine 185 


insects 448 
pertussis vaccine 169 


Ammonia 
exposure 567 
Ohio 567 
Ampicillin 
See Haemophilus influenzae 


Arboviral encephalitis 
See Encephalitis 


Arsenic 
folk remedies 347 
Hmong 347 
poisoning 347 


Artificial turf 
ammonia exposure 567 
Ohio 567 
paint removal 567 


Asian Indian 
Florida 638 
folk remedies 638 
lead poisoning 638 


Aspartame 
consumer complaints 605 
evaluation 605 


Behavioral risk factors 
See Health-risk appraisal 





738 


Birth control 
See Contraception; 
Family planning 


Birth defects 


See a/so Agent Orange; Teratogen; 


Tetrachlorodibenzodioxin 


congenital rubella syndrome 237, 528 


fetal alcohol syndrome 1 
malformations 171, 457 


Birth weight 
low 459 
worldwide 459 


Blood products 
See Acquired i 
syndrome 





Botulism 
See Clostridium botulinum 


Breast cancer 
oral contraceptive use 353 (376) 
Texas 266 
women 67, 266, 353 (376) 


Breast-feeding 
racial and educatio~4l factors 153 
parity 153 
United States 153 


Butadiene 
workplace 179 (236) 


c 


Campylobacter 

fetus 
neonatal sepsis 483 
Ontario 483 
premature labor 483 
subsp. fetus 483 

jejuni 
California 562 
certified raw-milk products 562 
students 562 


Cancer 
See also Carcinoma; Sarcoma 
Bahamas 471 
brain 477 
breast 67, 266, 353 (376) 
lung 67, 266, 586 
malignant neoplasms 577 
immunotherapy 471 
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occupational 113, 125 
risk 25 

Tennessee 577, 586 
Texas 266, 477 
women 266, 586 


Candy 
diarrhea outbreak 494 
dietetic 494 
New Hampshire 494 


Cannabis use 
See Marijuana use 


Carbon monoxide 
ice-resurfacing machine 49 
intoxication 49 
Pennsylvania 49 
skating rink 49 


Carcinoma 
Alaska 53 
early detection 53 
Eskimos 53 
hepatocellular 53 


Cheese 
Canada 387 
District of Columbia 16 
Escherichia coli 16 
Salmonella typhimurium 387 


Chickenpox 
See Varicella 


Chloramphenicol 
See H. hil 


'p 





Cigarettes 
See Smoking 


Cirrhosis 
alcohol-related 657 
liver 657 
mortality 657 
trends 657 
United States 657 


Clostridium botulinum 
foodborne 22 
Winois 22 
infant 165 
Massachusetts 165 
onions, sauteed 22 
type A 22 
type B 165 
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Coal dust 
inhalation exposure 101 
rats 101 
Colitis 
See Escherichia coli 
Congenital rubella syndrome 
See a/so Rubella 
United States 237, 528 





Congo-Crimean hemorrhagic fever 
Republic of South Africa 535 


Contraception 
breast cancer risk 353 (376) 
oral 353 (376) 
toxic-shock syndrome 43 
vaginal sponge 43 


Coxsackievirus 
See a/so Enterovirus 
B5 meningitis 281 
Texas 281 


Cryptosporidiosis 
acquired immunodeficiency syndrome 117 
California 599 
children 599 
day-care centers 599 
Georgia 599 
Michigan 599 
New Mexico 599 
Pennsylvania 599 
treatment 117 


Cutanea tarda 
Missouri 113 
sarcoma 113 
tetrachlorodibenzodioxin 113 
worker 113 


D 


Dairy products 
See Cheese; Milk 


Datura 
See Poisoning 


Day-care centers 
cryptosporidiosis 599 
shigellosis 250 


Delta he;atitis 
See Hepatitis 


Dengue 
Americas 327 
Mexico 203 


Dermatitis 
cleaning solvents 681 
hospital workers 681 
Oregon 681 


Diabetes mellitus 
Colorado 621 (646) 
hospital days 621 (646) 
nursing-home residents 621 (646) 
policy and procedure changes 621 (646) 


Diarrhea 
See a/so Gastrointestinal iliness 
chronic 521 
control program 513 
diseases 513 
dietetic candy 494 
global activities 513 
raw-milk consumption 521 


Diesel exhaust 

inhalation exposure 101 

rats 101 
Dioxin 

See Tetrachlorodibenzodioxin 
Diphtheria 

See Vaccine 


Diphtheria-tetanus-pertussis 
See a/so Vaccine 
vaccine shortage 695 


Disease surveillance 
See Surveillance 
Drinking 
See Alcohol; Health-risk 
appraisal 


Drought 
Mauritania 565 
-related undernutrition 565 


Drug abusers 
See Acquired i defici 
syndrome; Hepatitis 





Drug resistance 
See Haemophilus influenzae; 
Neisseria gonorrhoeae 





contaminant 351 
parkinsonism 351 
street 351 


Elderberry juice 
California 173 
poisoning 173 


Electrocution 
truck driver 14 
West Virginia 14 


Encephalitis 
See a/so Vaccine 
California 649 
California virus group 339 (376) 
clarification 142 
eastern equine 339 (376) 
human arboviral 339 (376) 
Japanese 119 (142) 
St. Louis 339 (376), 649 
United States 339 (376) 
western equine 339 (376) 
WHO working group 119 (142) 


Endrin 
convulsions 687 (725) 
Pakistan 687 (725) 
poisoning 687 (725) 


Enteric iliness 
See Gastrointestinal iliness 


Enterovirus 
coxsackievirus 281, 388, 646 
nonpolio 388, 646 
United States 388, 646 


Escherichia coli 
cheese-associated 16 
hemorrhagic colitis 28 
0157:H7 28 


‘7 


Family planning 
abortion 171 
oral contraceptives 353 (376) 
vaginal sponge 43 


Fansidar* 
adverse reactions 713 
use 388, 713 
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Fetal alcohol syndrome 


See Birth defects 


Flying squirrels 


See Typhus 


Folk remedies 


See Arsenic; Lead 


Foodborne iliness 


G 


See a/so specific agent 
agent 
Campylobacter jejuni 562 
Clostridium botulinum 22 
Datura 282 
Escherichia coli 16 
hydrocyanic acid 173 
Salmonella dublin 196 
Salmonella enteritidis 630 
Salmonella heidelberg 630 
Salmonella typhimurium 387, 505 
sorbitol 494 
Streptococcus, group A 669 
Trichinella 517 
vehicle 
candy, dietetic 494 
carrucho 669 
cheese 
imported 16, 387 
semi-soft 16 
elderberry juice 173 
hamburger 282 
milk 
inadequately pasteurized 505 
raw 196, 521, 562 
mousse 669 
onions, sauteed 22 
pork 517 
poultry giblets 630 


Gastrointestinal iliness 


See also Foodborne iliness; 
specific agent 

agent 
Campylobacter jejuni 562 
Escherichia coli 16 
Salmonella 141,387,630 
Shigella 616 
Shigella flexneri 234 
Shigella sonnei 250 
sorbitol 494 

day-care centers 250 
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vehicle 
candy, dietetic 494 
cheese 
imported 16, 387 
semi-soft 16 
milk 
inadequately pasteurized 505 
raw 196, 521, 562 
pet turtles 141 
poultry giblets 630 
unknown 234 


Gonorrhea 
See Neisseria gonorrhoeae 


H 


Haemophilus influenzae 
ampicillin-resistant 35 
chloramphenicol-resistant 35 
systemic disease 35 


Health-care workers 
acquired immunodeficiency syndrome 181 
hepatitis B 285 


Health-risk appraisal 
behavioral-risk-factor surveys 247 
United States 247 


Health assessment project 
New York City 489 
schools 489 


Heat exposure 

Georgia 325 

Italy 518 

Missouri 325 

mortality 325, 410, 430,518 

New York City 430 

occupational 410 
Hemophilia 

See Acquired i 

syndrome 





Hemorrhagic colitis 
See Escherichia coli 


Hemorrhagic fever 
Americas 327 
Congo-Crimean 535 
dengue 327 
France 228 
renal syndrome 228 
Republic of South Africa 535 


Hepatitis 

ACIP recommendations 285 

Alaska 53 

California 70 

delta 493 

drug abusers 70 

Eskimos 53 

fulminant 70 

Kentucky 70 

Massachusetts 493 

type B 53, 70, 285 
and heptocellular carcinoma 53 
vaccine 685 


High blood pressure 
See Hypertension 


Hmong 
arsenic poisoning 347 
Minnesota 347 


Homicide 
alcohol-related 226 
New York 226 


Hypertension 
See a/so Health-risk appraisal 
control project 559 
South Carolina 559 


ice-resurfacing machine 
See Carbon monoxide 


ice-skating rink 
See Carbon monoxide 


immune globulin 
varicella-zoster 81, 84 (235) 
zoster 81, 84 (235) 


immunization 
See also Vaccine 
ACIP recommendations 84 (235), 169, 
253, 273, 285 
measles 105, 283, 349, 495, 549, 580 
mumps 421 (456), 533 
rubella 301 


immunization Practices Advisory Committee 
See ACIP recommendations 


immunotherapy 
Bahamas 471 
cancer patients 471 
nocardiosis, cutaneous 471 





742 


infant 
See a/so Birth defects; Birth weight 
botulism 165 
perinatal mortality 297 
premature 198 
unusual syndrome 198 
vitamin E formula 198 


influenza 
ACIP recommendations 253 
antigenic analysis 210 
Asia 515 
Canada 11 
District of Columbia 38 
Great Britain 651 
lowa 38 
Japan 651 
Louisiana 15, 38 
Mississippi 131 
Nevada 629 
New York City 38 
North Carolina 38 
Northern Hemisphere 651 
Reye syndrome 41 
Southern Hemisphere 515 
symposium 576 
Texas 455 
trends 417 
Trinidad 651 
tropics 515 
United States 11, 15, 38, 51, 62, 78, 

102, 114, 131, 166, 210, 417, 651, 711 

vaccine 210, 253 
worldwide 11, 131 

injuries 
See a/so Occupational injuries 
alcohol-related 226 
toy-related 697 
water-slide-associated 379 


insect 
-raising facilities 448 
-related allergies 448 


insecticide 
See Poisoning 


Mieati 


international Ci 
alcohol research 216 
conversion 216 


of Di 





international travel 
See Vaccination certificate 
requirements 


intoxication 
See Alcohol; Carbon monoxide; 
Poisoning; Selenium 


isotretinoin 
malformations 171 
spontaneous abortions 171 


J 


Japanese encephalitis 
See Encephalitis; Vaccine 


K 





L 


Lead 
Florida 638 
folk remedies 638 
poisoning 638 


Liver 
See Cirrhosis 


Lung cancer 
Canada 67 
smoking-related 67, 266 
Tennessee 586 
Texas 266 
United States 67 
women 67, 266, 586 


Lyme disease 
United States 268 


— ath 


Lymp pathy 
See a/so Acquired i 





iated virus 


Aatiol 
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syndrome 
antibodies to 377 
chimpanzees 442 
experimental inoculation 442 


Lymphocytic choriomeningitis 
Georgia 298 


Malaria 
Fansidar® 388, 713 
imported 388 
Plasmodium falciparum 388, 713 





Vol. 33/No. 53 


prevention 713 
travelers 388, 713 


Marijuana use 
Canadian teenagers 609 
trends 609 


Measles 
Canada 61 
college students 549 
first 17 weeks 283 
first 26 weeks 495 
first 39 weeks 673 
Hawaii 702 (Vol 34:31) 
hospital personnel 549 
Winois 349 
incidence 61, 105, 283, 495, 673 
New Hampshire 549 
New York City 580 
preschool-aged children 105, 702 
(Vol 34:31) 
students 349, 549 
trends 105 
United States 105, 283, 495, 673 
young adults 105 


Meningitis 
coxsackievirus B5 281 
disseminated gonococcal infections 158 
lymphocytic choriomeningitis 298 


Milk 
inadequately pasteurized 505 
Kentucky 505 
Salmonella typhimurium 505 
raw 
California 196, 562 
Campylobacter jejuni 562 
diarrhea, chronic 521 
Minnesota 521 
products 562 
Salmonella dublin 196 


Mortality 
indiana 297 
maternal 297 
perinatal 297 
premature 13 
United States 13 


Motor vehicles 
alcohol-related deaths 226, 699 
New York 226 
United States 699 


Mumps 
New Jersey 421 (456) 
schoolchildren 421 (456) 
trends 533 
United States 533 


Mycobacterium tuberculosis 
revision of Table Ill 52 
United States 77, 412 


Alas. ‘ _* 
gonor 


chromosomally mediated 408 (456) 
disseminated gonococcal infections 158 
drug resistant 361, 408 (456) 

males 295 

meningitis 158 

New York City 295 

Pennsylvania 158 

pharyngeal 295 

rectal 295 

United States 361, 408 (456) 





Neonatal sepsis 
See Campylobacter fetus 


Neoplasms, malignant 
mortality 577 
Tennessee 577 


Neutropenia 
See Pneumocystis carinii pneumonia 


Nocardiosis, cutaneous 
Bahamas 471 
cancer clinics 471 
immunotherapy injections 471 


Notice to readers 
announcements 
acquired immunodeficiency syndrome 
conference 444, 659 
exposure in the workplace 
conference 323 
influenza symposium 576 
international symposium 116 
occupational diseases workshop 562 
Reye syndrome conference 235 
biosafety manual 390 
corrected cumulative totals for 
Tables | and li 63 
correction for Disease-A-Month 364 
diphtheria-tetanus-pertussis vaccine 
shortage 695 
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evaiuation of standard certificates and 
reports 251 

MMWR combined issues 712 

MMWR-related publications 603 

NIOSH manual 467 

notifiable diseases — 1983 final 
reports 541 

pentamidine distribution 
commercially available 620 
isethionate 225, 270, 620 
methanesulfonate 225, 270 

revision of Tables | and ili 12 

revision of tuberculosis column in 
Table it! 52 

yaws 116 


Nursing-home residents 
diabetic 621 (646) 
influenza 78 


Nutrition 
See Undernutrition 


Oo 


Obesity 


See Health-risk appraisal 


Occupational diseases/il!ness 
allergies 448 
ammonia-related 567 
cancer 113, 125 
cutanea tarda 113 
dermatitis 681 
employees 506 (563) 
heat-exposure-related 410 
leading 125, 213 
lung 664 
respiratory 506 (563) 
sarcoma 113 
sporotrichosis 682 


Occupational hazards 
ammonia 567 
butadiene 179 (236) 
cleaning solvents 681 
coal dust 101 
diesel exhaust 101 
hay mulching 682 
heat 410 
insects 448 
office buildings 506 (563) 
power lines 14 
respirator problems 441 
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styrene 179 (236) 

sulfur dioxide 195 
tetrachlorodibenzodioxin 113, 179 (236) 
trace metals 664 

trucking terminal 113 


Occupational injuries 
amputation 213 
electrocution 14 
eye loss 213 
fracture 213 
heat-related 410 
lacerations 213 
leading 213 
traumatic 213 


Onions 
See Clostridium botulinum 
Opportunistic infections 


See Acquired i defici 
syndrome 





Oral poliomyelitis vaccine 
See Poiiomyelitis 


Organophosphate 
insecticide 592 (620) 
Mississippi 592 (620) 
poisoning 592 (620) 


P 


Parasitic diseases 
cryptosporidiosis 117, 599 
schistosomiasis 445 
trichinosis 517 


Parkinsonism 
street-drug-associated 351 


Pentamidine 
distribution 225, 620 
isethionate 65, 225, 270, 620 
methanesulfonate 65, 225 
neutropenia 65 
treatment 65 


Pertussis 
children 2, 169 
Oklahoma 2 
trends 573 
United States 573 


Pesticides 
See Endrin; Poisoning 
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Pharyngitis 
foodborne 669 
Missouri 669 
Puerto Rico 669 
streptococcal 669 


Plague 
See Yersinia pestis 


See Malaria 





Pneumococcal pneumonia 
ACIP recommendations 273 
polysaccharide vaccine 273 


Pneumocystis carinii pneumonia 





See also Acquired i defici 
syndrome 

neutropenia 65 

New York City 65 

pentamidine treatment 65, 225 


Poisoning 
See also Alcohol; Clostridium 
botulinum; Seienivm; Toxins 
arsenic 347 
Asian Indian 638 
Canada 282 
carbon monoxide 49 
children 129, 592 (620) 
Datura 282 
elderberry juice 173 
endrin 687 (725) 
folk-remedy-associated 347, 638 
hamburger-associated 282 
Hmong 347 
insecticide 592 (620) 
lead 638 
United States 129 
vitamins 129 


Poliom yelitis 
paralytic 635 
United States 635 
vaccine-associated 635 


Pork 
Texas 517 
trichinosis 517 


Porph yria cutanea tarda 
occupational 113 
tetrachlorodibenzodioxin 113 


Portiand cement plants 
sulfur dioxide exposure 195 


Poultry 
-associated salmonellosis 630 
giblets 630 
Maine 630 


Pregnancy 
See a/so Contraception; Family 
Planning 
ectopic 201 
rubella vaccination during 365 
United States 201, 365 


Premature death 
See Mortality 


Premature labor 
See Campylobacter fetus 


Q 


Q fever 
Switzerland 355 


Quarantine measures 
See Vaccination certificate 
requirements 


R 

Rabies 
ACIP recommendations 393 (491) 
animal vaccines 714 
bats 375 
human 469, 633 
hunters 633 
Pennsyivania 633 
possible exposure 375 
prevention 393 (491) 
Texas 375, 469 
trappers 633 


Rat-bite fever 
California 318 
college student 318 


Respirators 
problems with 441 


Respiratory iliness 
ammonia-related 567 
District of Columbia 506 (563) 
employees 506 (563) 
Tennessee 506 (563) 
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Respiratory virus 
See a/so influenza 
salicylate 41 
syncytial virus 29, 100, 154, 223 
United States 29, 100, 154, 223 


Retrovirus 
See Acquired i 
syndrome 





Reye syndrome 
surveillance 41 
United States 41 


Risk-factor surveys 
See Health-risk appraisal 


Rocky Mountain spotted fever 
trends 188 
United States 188 


Rubella 
ACIP recommendations 301 
congenital syndrome 237, 528 
trends 237, 528 
United States 237, 528 
vaccination during pregnancy 365 


S 


Salicylate 
See Reye syndrome 


Salmonella 
California 196 
Canada 387 
cheese-associated 387 
dublin 196 
heidelberg 630 
human 693 
Kentucky 505 
Maine 630 
milk-associated 505 
pet-turtle-associated 141 
poultry-giblet-associatsd 630 
Puerto Rico 141 
raw-milk-associated 196 
typhimurium 387, 505 
United States 693 


Sarcoma 
occupational 113 
tetrachlorodibenzodioxin 113 


Schistosomiasis 
American students 445 
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Kenya 445 
transverse myelitis 445 


Seat belts 
See Heaith-risk appraisal 


Sedentary lifestyle 
See Heaith-risk appraisal 


Selenium 


intoxication 157 
New York 157 


Sexually transmitted diseases 
See specific disease 


Shigellosis 
day-care centers 250 
southern USSR 234 
tourists 234 
United States 616 
Washineton 250 


Shingles 
See Zoster 


Smalipox 
See also Vaccinia 
posteradication policy 24 
variola virus stocks 24 


Smoking 

See a/so Health-risk appraisal; 
Tobacco 

Canada 67, 320 

lung cancer 67, 266 

Texas 266 

United States 67 

women 67, 266 

worldwide 320 


Sorbitol 
diarrhea 494 
dietetic candies 494 
New Hampshire 494 


Sporotrichosis 
hay-mulching workers 682 
New Mexico 682 
Oklahoma 682 


Streptococcus 
foodborne 669 
group A 669 
Puerto Rico 669 


Styrene 
workplace 179 (236) 
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Suicide 
alcohol-related 226 
New York 226 


Sulfur dioxide 
exposure 195 
lowa 195 
Oklahoma 195 


Portiand cement plants 195 


Surveillance 

abortion 373 

acquired immunodeficiency syndrome 
337, 589, 607, 661 

coxsackievirus B5 281 

dengue 203, 327 

enterovirus 388, 646 

gonorrhea 361 

measles 61, 105, 283, 495, 673 

mumps 533 : 

pertussis 573 

poliomyelitis 635 

respiratory virus 29, 100, 154, 223 

Reye syndrome 41 

saimonellosis 693 

shigellosis 616 

syphilis 433 

tuberculosis 77, 412 


Syphilis 
trends 433 
United States 433 


T 


TCDD 
See Tetrachlorodibenzodioxin 


Teratogen 
Agent Orange 457 
isotretinoin 171 


Tetrachlorodibenzodioxin 
cancer 25, 113 
contamination 25, 54, 113 
exposure 25, 54, 113, 179 (236) 
health effects 54 
healtii-risk estimates 25 
Missouri 25, 54, 113 
pilot study 54 
porphyria cutanea tarda 113 
reproduction effects 25, 54 
sarcoma 113 
soil 25, 54 
workplace 113, 179 (236) 


Tick-borne diseases 
Lyme disease 268 
Rocky Mountain spotted fever 188 
tularemia 601 


Tobacco 
See also Smoking 
Canada 320 
consumption 320 


Toxic-shock syndrome 
vaginal contraceptive sponges 43 


Toxins 
See a/so Clostridium botulinum; 
Poisoning 
tetrachlorodibenzodioxin 25, 54, 113, 
179 (236) 
trace metals 664 


Toy 
-related injuries 697 
-related deaths 697 
safety 697 


Trace metals 
analysis 664 
occupational exposure 664 


Travelers 
See Malaria; Vaccination certificate 
requirements; Schistosomiasis 
Trichinosis 
among Laotians 517 
pork-associated 517 
Texas 517 


Tuberculosis 
See Mycobacterium tuberculosis 


Tularemia 
Indian reservations 601 
South Dakota 601 
tick-borne 601 


Tumors 
See Carcinoma; Sarcoma 


Turtles 
pet 141 
Puerto Rico 141 
salmonellosis 141 

Typhus 
epidernic 618 
flying-squirrel-associated 618 
Georgia 618 





Undernutrition 
acute 565 
children 565 
drought-related 565 
Mauritania 565 


Vv 


Vaccination certificate requirements 
changes 182, 235, 327, 672 


Vaccine 
See also specific disease 


ACIP recommendations 84 (235), 169, 253. 


273, 285, 301, 393 (491) 
allergic reaction 185 
animal rabies 714 
diphtheria-tetanus-pertussis 169, 695 
distribution 81 
during pregnancy 365 
hepatitis B 285, 685 
human diploid cell rabies 185 
influenza 210, 253 
Japanese encephalitis 119 (142) 
oral poliomyelitis 635 
pertussis 2, 169 
pneumococcal polysaccharide 273 
poliomyelitis 635 
rabies 185, 393 (491) 
rubella 301, 365, 528 
smalipox 37 
varicella-zoster 81, 84 (235) 


Vaccinia 
contact spread 37 
Louisiana 37 
smalipox-vaccine-associated 37 


Vaginal contraceptive sponge 
See Toxic-shock syndrome 


Varicella 
ACIP recommendations 84 (235) 
Reye syndrome 41 
-zoster immune globulin 81, 84 (235) 


Variola virus 
destruction of stocks 24 


Vector-borne diseases 


See a/so specific disease 
dengue 203, 327 


encephalitis 119 (142), 339 (376), 649 
hemorrhagic fever 228 

Lyme disease 268 

lymphocytic choriomeningitis 298 
malaria 388 

plague 145 (168), 481 

renal syndrome 228 

Rocky Mountain spotted fever 188 
tularemia 601 

typhus 618 


Veteran 
Agent Orange 457 
Vietnam 457 


Violence 
SeeH 





Vitamins 
children’s 129 
E preparation 198 
selenium supplement 157 


Ww 


Water slide 
injuries 379 
Washington 379 


Y 


Yersinia pestis 
California 481 
Colorado 145 (168) 
national conference report 290 
plague pneumonia 481 
Texas 145 (168) 
Washington 145 (168) 
winter 145 (168) 


z 


Zoster 
immune gobulin 81, 84 (235) 
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